EVERYTHING FOR 
TRADE & DIY 
NEXT DAY! « 


SCREWS 
& FICinGs 


POWER TOOL 


ay CONSUMABLES 


i NEXT DAY DELIVERY 
% WHOLESALE PRICES 





OO% EX-STOCK 
FREE CATALOGUE 


0800 317 004 — 


Screwfix Direct FREEPOST Yeovil Somerset BA21SYZ 








EVERYTHING FOR 
TRADE & DIY 


usm, NEXT DAY! ag 
hoe ge ‘ 
, ne 
A iN! PRG Ee ie 


a 247 = < 74 





PROBABLE LINE-UPS 


YEOVIL TOWN 
fGircen & White) 

h. lom BAULCTI 

2. Gareth MAIDMEN! 
3. James GISBORNE: 
4. Jonathan MILLER 
5. Lee INGHAM 

6. Lee COLLIER 

7. Neil SMITH 

8. Tony POUNDER 
9 Simon GALI 

1. Matt PRICKER 
11. Dean BERKBY 


EXMOUTH TOWN 
(Blue & Whites 

Peter WIEST 

Paul CARNELL 
Paul VICARY 

Mike NAPPER 
Kevin HHAWKINS 
Dave ROBERTSON 
Neil FAIRCHILD 
hm WHITEOAK 
Spencer WES] 
Martin GREEN 
Scott HOWARTH 





12. Richard UPFENDAL SL: 
14. Steve KEEN 
1S. Shaun ANTHONY 


Matthew BYRNE 
Steve PLUNKETT 
Adam BRAY 


Referee > Mr A Gourley (Bristol) 
Assistants : Mr J Fish (Sturminster Newton) 
Mr M Halford (Bristol) 


FREE CATALOGUE 


0800-317 004 


Screwfix Direct FREEPOST Yeovil Somerset BA215YZ 


